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HEMI-SYNC® EVOLUTION 

by A. J. Honeycutt 


In a fun and fast-paced presentation, A.J. Honeycutt, president of Monroe Products, describes 
advances in the Hemi-Sync technology that benefit the evolution of both The Monroe Institute 
and Monroe Products. 
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